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The  Financial  Year  of  the  Hospital  commenced  on  the 
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CARNARVON  COTTAGE  HOSPITAL. 


CAERNARVON  COTTAGE  HOSPITAL. 


President : 

THE  HON.  F.  G.  WYNN,  Glynllifon. 

Vice-President : 

MR.  JOHN  E.  GREAVES,  Bron  Eifion,  Criocieth. 

Trustees : 

THE  HON.  F.  G.  WYNN,  MR.  JOHN  E.  GREAVES, 

MR.  CHARLES  A.  JONES,  C.B.E. 

Executive  Committee : 

THE  MAYOR  FOR  THE  TIME  BEING  OF  THE  BOROUGH 

OF  CAERNARVON. 

THE  CHAIRMAN  FOR  THE  TIME  BEING  OF  THE  GUARDIANS 

OF  THE  CAERNARVON  UNION. 

MRS.  OWEN  DAVIES,  Cefnfaes 
MISS  G.  EVANS,  Bryndisgwylfa. 

MRS.  FINCHETT  MADDOCK,  Cae  Gwyn. 

MRS.  J.  E.  GREAVES,  Broneifion,  Criccieth. 

MR.  W.  J.  GRIFFITH,  Dorothea  Quarries. 

MRS.  TREVOR  HUGHES,  Coedhelen. 

MAJOR  TREVOR  HUGHES,  Coedhelen. 

MRS.  DAVID  HUGHES,  Gwynfryn. 

MR.  W.  S.  JONES,  Gwenfro. 

MRS.  W.  BOWEN  JONES,  Cae  Svnamon 
MR.  RICHARD  JONES,  Talysarn.* 

MRS.  D.  T.  LAKE,  Glanbeuno. 

REV.  JOHN  MORGAN  (Vicar). 

MISS  NEWTON,  Ingleside. 

MR.  WILLIAM  OWEN,  Greystanes. 

MRS.  ALFRED  H.  RICHARDS,  Menai  Bank. 

MRS.  HUGH  ROBERTS.  Highcliffe. 

MR.  J.  H.  ROBERTS,  Aelybryn. 

MR.  A.  WYNNE  WILLIAMS.  Bodwyn. 

MR.  R.  W.  WILLIAMS.  14.  County  Road,  Penygroes. 

MR.  J.  JONES  WILLIAMS,  Rhiwlas. 

Hon.  Consulting  Medical  Officer : 

DR.  JOHN  EVANS. 

Hon.  Medical  Officers : 

DR.  LLOYD  ROBERTS.  DR.  F.  THOMAS.  DR.  E.  L.  PARRY  EDWARDS, 
DR.  W.  HILTON  PARRY,  DR.  IF  AN  H.  JONES  DR.  G.  I.  EVANS, 
DR.  J.  G.  DODS,  DR.  R.  LEWIS.  DR,  R.  ARMSDEN  and  DR.  T. 

G.  WYNNE  PARRY. 

Hon.  Dental  Surgeons : 

MESSRS.  FRED  BILLING,  R.  BRANTON  TASKER.  W.  LUCIAN 
TASKER,  R.  DOUGLAS  TURNER,  G.  WYNNE  GRIFFITH. 

H  An  I  PDQ  QnT’PT’  * 

MAJOR  J.  H.'  REES,  Lloyds  Bank. 

Hon.  Auditor.  : 

MR.  W.  E.  WEBSTER,  Brynymor. 

Hon.  Secretary : 

MR.  A.  G.  RICHARDS,  Oakhurst,  Caernarvon. 

Bankers  : 

LLOYDS  BANK. 
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"  LIFE  MEMBERS 


MR.  D.  ELLIOTT  ALVES,  Bryn  Bras  Castle. 

SIR  ROBERT  ARMSTRONG-JONES,  Plas  Dinas 
MR.  R.  GWYNEDDON  DAVIES,  Graianfryn. 

DR.  M.  DAVIES,  Penygroes. 

COL.  0.  J.  LL.  EVANS,  Broom  Hall. 

MR.  R.  M.  GREAVES,  Wern,  Tremadoc. 

MR.  JOHN  E.  GREAVES,  Lord  Lieutenant  of  Caernarvonshire. 

MR.  ENGLISH  HARRISON. 

MR.  J.  R.  HUGHES,  Gwynfa. 

REV.  WILLIAM  HOBLEY,  Bontnewydd. 

MAJOR  TREVOR  C.  HUGHES,  Coedhelen. 

MR.  CHARLES  A.  JONES,  Bron  Hendre. 

MR.  D.  T.  LAKE,  Glanbeuno. 

MR.  WALTER  E.  LLOYD,  Gwylfa. 

MR.  w.  S.  McDOWELL,  Pantafon. 

RIGHT.  HON.  D.  LLOYD  GEORGE,  M.P. 

SIR  W.  M.  LETTS,  Llandudno. 

SIR  JOHN  LEIGH,  Llandudno 

MR.  F.  MINOPRIO,  28,  Alexandra  Drive,  Liverpool. 

MISS  A.  NEWTON,  Ingleside. 

MISS  M.  NEWTON,  Ingleside. 

MR.  J.  VINCENT  NEWTON,  52,  St.  Enoch  Square,  Glasgow 
MRS.  GORONWY  OWEN,  Plas  Gwyn,  Llanrug. 

MR.  LL.  E.  S.  PARRY,  Doncaster. 

MR.  J.  R.  PRITCHARD,  Bryn  Eisteddfod. 

MR.  W.  G.  ROBERTS,  Hendregaerog. 

LADY  ROBERTS,  Plasybryn 

MRS.  THOMAS  ROBINSON,  Talysarn. 

MR.  G.  HUGHES  ROBERTS,  Glanrhyd,  Edeyrn. 

MR.  REES  THOMAS,  Llanbedrog. 

MRS.  N.  P.  STEWART,  Bangor. 

MR.  W.  E.  SOTHEBY,  Anwylfa. 

MISS  TAYLOR-MORGAN,  Cartref,  Mulgrove  Road,  Sutton,  Surrey. 
MR.  R.  BRANTON  TASKER,  Marino. 

MR.  CHARLES  WAWN. 

MISS  ANTONIA  WILLIAMS,  6,  Sloane  Gardens. 

MISS  MARY  WILLIAMS,  6,  Sloane  Gardens. 

MR.  C.  H.  B.  WILLIAMS,  Eryl,  St.  Asaph 
MR.  J.  A.  A.  WILLIAMS. 

HON.  F.  G.  WYNN,  Glynllifon. 

THE  RIGHT  REV.  WATKIN  H.  WILLIAMS,  Pant  Idwal,  Machynlleth. 
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CAERNARVON  COTTAGE  HOSPITAL. 

RULES 


I. 

The  Institution  shall  be  called  “The  Caernarvon  Cottage  Hospital.” 

II. 

The  Hospital  is  intended  for  the  reception  of  persons  suffering  from 
accidents  or  diseases,  which  cannot  be  adequately  treated  at  the  homes  of  the 
Patients.  No  children  under  the  age  of  fifteen  shall  be  admitted  to  the 
Hospital,  except  in  cases  of  emergency,  when  a  private  ward  (if  available) 
shall  be  prepared  for  his  or  her  reception.  No  midwifery  cases  or  persons 
labouring  under  contagious  or  incurable  diseases  shall  be  admitted. 

III. 

The  Hospital  shall  be  under  the  management  of  an  Executive  Committee 
of  24  Members,  12  of  whom  shall  be  Ladies,  and  12  Gentlemen,  and  who  shall 
be  elected  annually  by  Life  Members  and  Subscribers  of  10/6  and  upwards. 
The  President,  Vice-President,  Honorary  Medical  Officers,  and  Trustees,  the 
Honorary  Secretary,  and  the  Honorary  Treasurer,  being  Ex-Officio  Members. 
The  said  Executive  Committee  shall  have  power  to  nominate  such  Sub- 
Committees  from  among  their  number  as  they  shall  from  time  to  time  think 
proper  and  desirable,  who  shall  meet  as  required  and  report  to  the  Executive 
Committee.  Any  vacancies  occuring  during  the  year  after  the  Annual  Meet¬ 
ing,  and  prior  to  the  next  Annual  Meeting,  shall  be  filled  up  by  the 
Committee. 

IV. 


The  Annual  Meeting  shall  be  held  in  the  month  of  July,  at  which  the 
Report  of  the  Committee,  and  Statement  of  Receipts  and  Expenditure  for  the 
past  year,  shall  be  presented,  the  Committee  and  Officers  shall  be  appointed, 
and,  when  needful,  alterations  of  the  Rules  shall  be  made,  but  no  alterations 
of  the  Rules  shall  be  made  unless  notice  thereof  be  given  in  the  Circular 
convening  the  Meeting. 

V. 

The  Committee  shall  meet  at  the  Hospital  at  least  once  in  every  two  months, 
but  the  Honorary  Secretary  shall  call  a  Special  Meeting  at  any  time  on  the 
written  request  of  the  Chairman,  or  two  Members  of  the  Committee.  Thr-se 
Members  shall  form  a  quorum. 

VI. 


The  Committee  shall  have  full  power  to  elect  and  dismiss  all  Officers  ami 
Servants  of  the  Institution. 

VII. 


No  gentleman  shall  be  elected  on  the  Medical  Staff  of  the  Hospital  unless 
he  possesses  the  legal  qualifications  required  by  the  Ministry  of  Health. 

VIII. 


The  Medical  Department  shall  be  under  the  control  and  superintendence 
of  the  Medical  Officers  of  the  Hospital,  subject  to  the  Committee. 

IX. 


Each  Donor  of  £10  10s.  Od.  and  upwards,  shall  be  a  Life  Member,  and 
shall  have  annually  for  every  ten  guineas  contributed,  one  nomination  paper, 
and  each  Annual  Subscriber  of  £1  Is.  Od.  and  upwards  shall  have  one  nomina¬ 
tion  paper  for  each  guinea  subscribed,  upon  payment  of  his  or  her  Subscrip¬ 
tion  due  the  1st  day  of  July  in  each  year.  Every  Subscriber  of  One  Guinea, 
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and  for  each  additional  Guinea  shall  have  the  power  to  nominate  one  Patient 
for  a  period  of  14  days,  upon  payment  by  such  Patient  or  his  guarantor  of  the 
weekly  fees,  which  may  from  time  to  time  be  fixed  by  the  Executive  Com¬ 
mittee,  in  accordance  with  Rule  X. 

X. 

Except  as  provided  for  in  Rule  XIV.,  Patients  shall  only  be  admitted  to 
the  Hospital  upon  production  of  a  nomination  paper  properly  filled  in,  and 
upon  payment  of  the  sum  of  12/6  per  week,  payable  in  advance  from  the  dat^ 
of  their  admission  to  the  Hospital,  until  the  date  of  their  discharge,  an^ 
failing  another  nomination  paper  at  the  end  of  the  first  14  days,  and  eveiy 
subsequent  14  days  each  Patient  shall  pay  a  weekly  fee  of  £1  5s.  Od.,  payable 
in  advance,  provided  that  the  Executive  Committee  shall  have  power  at  their 
discretion  to  increase  the  said  weekly  fees,  and  also  in  special  cases  to  remit 
or  reduce  the  same.  Mo  Patient  shall  be  readmitted  to  the  Hospital  under  a 
period  of  three  months,  and  applicants  for  admission  may  be  called  upon  to 
produce  a  certificate  from  the  Relieving  Officer  that  they  are  not  in  receipt  of 
parish  relief.  Private  Patients  shall  pay  a  weekly  fee  of  Five  Guineas,  and 
also  the  cost  of  any  extra  nurse  or  nurses,  who  may  have  to  be  engaged  in 
consequence  of  such  Private  Patients  being  in  the  Hospital.  No  Patient  in 
the  Public  Wards  shall  in  any  case  be  charged  professional  fees,  save  in  most 
exceptional  cases,  and  with  the  express  consent  of  the  Committee. 

XI. 

■  No  person  shall  take  part  in  the  proceedings  of  the  Hospital,  nor  be 
entitled  to  any  privileges  as  a  Subscriber,  unless  his  subscription  for  the 
current  year  has  been  paid. 

XII. 

Every  Clergyman  or  Nonconformist  Minister,  who  shall  transmit  to  the 
.'Treasurer  a  collection  made  by  him  to  the  amount  of  One  Guinea,  shall  be 
entitled  for  the  current  year  to  the  same  privileges  as  an  Annual  Subscriber 
of  One  Guinea. 

XIII. 

No  Patient  shall  be  admitted  without  a  printed  recommendation  signed 
by  a  Subscriber,  and  countersigned  by  a  Member  of  the  Hospital  Medical 
Staff.  The  time  of  every  Patient’s  discharge  shall  be  left  to  the  discretion  of 
the  Medical  Officer  attending  the  case,  who  must  however  report  in  writing  to 
the  Committee  should  the  time  exceed  two  months. 

XIV. 

In  cases  of  accidents  or  emergency  ,the  Matron  or  any  Member  of  the 
Hospital  Medical  Staff,  shall  be  authorised  to  suspend  the  foregoing  Rules 
respecting  the  admission  of  Patients,  so  as  to  occasion  no  delay. 

XV. 

Every  requisite,  except  personal  clothing,  will  be  provided  in  the  Hospital. 
Patients  shall  submit  to  the  Regulations  of  the  Hospital,  and  not  receive  food 
or  drink  from  any  other  source,  without  the  sanction  of  a  Medical  Officer. 

XYI. 

The  Hospital,  Land  and  Buildings,  and  all  property  devoted  to  the  use  of 
the  Hospital,  and  all  Legacies  bequeathed  to  it,  shall  be  vested  in  Trustees, 
who  shall  invest  or  otherwise  deal  with  such  Legacies  under  the  direction  of 
the  Committee.  The  Trustees  for  the  time  being  shall  be  indemnified  out  of 
the  property  of  the  Hospital  against  all  losses  and  expenses  which  they  may 
incur  or  sustain  as  Trustees. 

XVII. 

The  first  Trustees  were  Mr.  John  Jones,  Minafon ;  Dr.  Watkin  Roberts, 
and  Mr.  John  Owen,  Ty  Coch.  All  subsequent  Trustees  shall  be  elected  at  the 
Annual  Meeting,  or  at  a  General  Meeting  of  Life  Members  and  Annual  Sub¬ 
scribers  of  10s.  6d.  and  upwards,  convened  for  that  purpose.  The  present 
Trustees  are  the  Hon.  F.  G.  Wynn,  Glynllifon  ;  Mr.  J.  E.  Greaves,  Gian- 
gwna,  and  Mr.  Charles  A.  Jones. 
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CAERNARVON  COTTAGE  HOSPITAL* 
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_ _  ^  “ 

Thirty-ninth  Annual  Report  for  the  Year 

ended  the  30th  June,  1927. 

t  •  -  •  .  .  ; 

TO  THE,  SUBSCRIBERS  — 

The  Committee  has  pleasure  in  presenting  its  Thirty-ninth 
Annual  Report  and  Balance  Sheet. 

A  Review  of  the  work  of  the  Hospital  for  the  year  which 
ended  on  the  30th  June,  1927,  shows  that  its  usefulness  is  well 
maintained.  During  the  year  230  cases  were  admitted  into  the 
.Hospital : — 111  Males  and  119  Females.  Of  these  cases  32  were 
medical  (18  Males  and  14  Females)  and  198  Surgical  (94  Males 
and  104  Females).  Of  these: — 

156  were  discharged  as  having  been  cured. 

52  were  discharged  improved  or  relieved. 

14  died,  leaving  8  in  the  Hospital  at  end  of  the  year. 

The  average  stay  of  the  Patients  in  the  Hospital  was  17 

days. 

The  districts  from  which  the  Patients  have  been  received 
are  as  follows : — 

50  from  Caernarvon. 

19  from  Nantlle,  Penygroes,  and  Llandwrog. 

32  from  Rhostryfan,  Groeslon,  and  Bontnewydd. 

41  from  Llanberis,  Llanrug,  and  Deiniolen. 

21  from  Rhyd-ddu,  Waenfawr,  and  Caeathraw. 

19  from  Clynnog  and  South  Caernarvonshire. 

21  from  Pwllheli,  Criccieth,  and  Portmadoc  districts. 
9  from  Bangor,  Portdinorwic,  and  Bethesda. 

10  from  Anglesey,  and 
8  from  other  districts. 

The  Committee  is  pleased  to  report  that  during  the  year  the 
Hosoital  has  maintained  its  satisfactory  financial  position.  The 
total  income  amounted  to  £1,342  11s.  Od.  as  against  £1,353  15s.  3d. 
last  year,  whilst  the  expenditure  amounted  to  £1416  0s.  7d.  as 
against  £1,323  14s.  6d.,  leaving  a  balance  in  hand  of  £68  14s.  9d. 
to  be  carried  forward  to  the  current  financial  year.  The  increased 
e^Denditure  is  accounted  for  chiefly  by  the  larger  number  of  cases 
admitted.  Donations  amounted  to  £106  19s.  5d.,  and  the  Receipts 
under  the  heading  “Collections”  amounted  to  £176  14s.  Od. 
Annual  Subscriptions  amounted  to  £311  18s.  Od. 

The  Annual  “House  to  House”  Collection  was  again  a  re¬ 
cord,  and  amounted  to  £109  14s.  Od.  as  cmpared  with  £94  18s.  Od. 
last  year.  The  Collection  has  now  become  an  important  item  on 
the  credit  side  of  the  Accunts.  To  all  the  Ladies  who  assisted  in 
the  Collection,  the  Committee  beg  to  tender  their  sincerest  thanks 
for  the  very  hard  work  which  it  involved. 


8 


The  Committee  has  again  to  mourn  the  loss  of  several 
friends  and  supporters,  including  three  colleagues:' — Sir  Thomas 
E.  Roberts  a  Vice-President,  and  one  of  its  most  valued  supporters. 
Dr.  Robert  Parry,  the  senior  and  one  of  the  original  Medical 
Officers  of  the 'Hospital,  and  Mrs.  Jackson,  Highfield,  all  of  whom 
had  proved  themselves  faithful  and  valued  members,  and  whose 
places  it  will  be  difficult  adequately  to  fill. 

The  Committee  is  pleased  to  announce  that  under  the  Will 
of  the  late  Lady  Turner,  of  Parkia,  a  legacy  of  £250  was  bequeathed 
by  her  to  the  Hospital.  By  her  Will,  Lady  Turner  also  directed 
that  certain  of  her  property  was  to  be  sold,  and  the  proceeds 
appropriated  amongst  charitable  institutions  to  be  selected  by  her 
Executors.  The  latter,  Messrs.  W.  H.  Bell  and  G.  A.  J.  Bell 
knowing  the  interest  which  Lady  Turner  took  in  the  Caernarvon 
Cottage  Hospital,  have  very  kindly  given  £2,000  out  of  this  fund 
to  the  Institution.  Your  Committee  have  commemorated  this 
munificent  gift  by  devoting  its  incme  to  the  provision  of  a  free  bed 
in  the  Hospital,  and  by  erectng  a  Tablet  on  its  walls  in  memory 
of  Lady  Turner. 

Your  Committee  is  also  pleased  to  report  that  the  late  Sir 
Thomas  E.  Roberts,  of  Plasybryn,  bequeathed  a  legacy  of  £500  to 
the  Institution.  Both  these  sums,  under  the  settled  policy  of  your 
Committee,  have  been  placed  to  the  Hospital  Capital  Account, 
and  not  to  Income  Account,  so  that  the  donors  may  be  associated 
in  perpetuity  with  their  gifts  to  the  Hospital.  As  will  be  seen 
from  the  Accounts  at  the  end  of  the  Report,  the  amount  received 
up  to  date  by  the  Hospital  from  legacies,  and  invested  in  the 
names  of  the  Trustees  amount  to  the  sum  of  £4,276  6s.  Id. 

Your  Committee  tenders  its  cordial  thanks  to  the  many 
friends  who  assisted  them  in  the  work  by  their  various  gifts  in  kind 
to  the  Hospital  during  the  past  year.  They  are  most  acceptable, 
and  your  Committee  hope  that  this  interest  in  Hospital  work  will 
continue  to  increase  during  the  coming  year. 

The  thanks  of  your  Committee  are  offered  to  the  various 
hospital  funds  for  their  donations,  also  to  the  Trustees  of  Moriah 
Chapel,  and  the  Caernarvon  Male  Voice  Choir  for  the  proceeds 
of  Concerts  held  by  them. 

The  Buildings,  Equipment,  and  also  all  Medical  and 
Surgical  Appliances  have  been  efficiently  maintained  during  the 
year. 

In  conclusion  the  Committee  desires  once  more  to  thank  the 
Clergv,  Ministers  and  Congregations  of  the  several  places  of 
Worship,  who  have  contributed  to  the  funds  of  the  Hospital  by 
their  offertories  during  the  year,  and  to  place  on  record  its  sincere 
appreciation  of  the  work  of  the  Honorary  Medical  and  Dental 
Staff,  and  to  the  Matron  (Miss  Miriam  Mason)  and  her  Staff  for 
their  unremitting  attention  to  their  onerous  and  responsible  duties. 
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ANNUAL  SUBSCRIPTIONS. 


Messrs.  S.  Aston  and  Son,  Caernarvon . 

Mrs.  F.  Richmond  Brown,  Llanfair,  near  Caernarvon 

Mrs.  Birkett,  Islwyn,  Caernarvon  . 

Mrs.  Owen  Davies,  Cefnfaes,  Caernarvon  . 

Mr.  R.  Gwyneddon  Davies,  Llanwnda . 

Messrs.  Dicks  and  Co.,  Caernarvon . 

Mrs.  D.  W.  Davies,  Moss  Bank,  Caernarvon . 

Miss  E.  A.  Davies,  Ty  Fry,  Caernarvon . 

Messrs.  Owen  Evans  and  Son,  Slate  Quay,  Caernarvon... 

Mr.  D.  0.  Evans,  Brynafon,  Caernarvon  . 

Mrs.  Finchett  Maddock,  Cae  Gwyn,  Caernarvon . 

Messrs.  J.  Fletcher,  Ltd.,  Caernarvon . 

Mrs.  W.  Farren,  The  Mount,  Caernarvon  . 

Mr.  John  E.  Greaves,  Broneifion,  Criccieth . 

Mrs.  John  E.  Greaves,  Broneifion,  Criccieth . 

Mr.  John  Griffith,  Bryn,  Llanfairisgaer . 

Mr.  J.  H.  Griffith,  Clynnog,  Dwyran  . 

Mr.  R.  M.  Greaves,  Wern,  Tremadoc . 

Mr.  R.  J.  George,  Bridge  Street,  Caernarvon  . 

Messrs.  G.  and  J.  P.  Gregory,  Caernarvon . 

Mr.  G.  0.  Griffith,  Tanybryn,  Caernarvon . 

Mr.  J.  P.  Gregory,  22,  Segontium  Terrace . 

Mr.  W.  J.  Griffith,  Dorothea  House,  Talysarn  . 

Mr.  T.  E.  Griffith,  Pool  Street,  Caernarvon . 

Mr.  Edward  Griffiths,  The  Eagles  Hotel,  Caernarvon  ... 
Mr.  0.  P.  Hughes,  Gwynfa,  North  Road,  Caernarvon  ... 

Mr.  D.  Humphreys,  South  Penrallt,  Caernarvon . 

Mr.  Dan  Hughes,  Llwyn  y  Gwalch,  Groeslon  . 

M'ss  Hudson,  Bryn  Tawel,  Caernarvon . 

Messrs.  E.  Hughes,  Son  and  Co.,  Caernarvon  . 

Major  Trevor  C.  Hughes,  Coedhelen,  Caernarvon . 

Mrs.  Trevor  Hughes,  Coedhelen,  Caernarvon . 

Mrs.  Holt,  Menaifron,  Dwyran . 

Messrs.  C.  E.  Jones  and  Co.,  Bangor  Street . 

Mrs.  Bowen  Jones,  Cae  Synamon,  Caernarvon  . 

Mr.  Griffith  Jones,  Cefn  Hendre.  Caernarvon  . 

Mr.  Charles  A.  Jones,  C.B.E..  Bronhendre . 

Mr.  J.  H.  Jones.  Chemist,  Caernarvon  . 

Mr.  J.  Edwards  Jones,  Gernant.  Caernarvon  . 

Messrs.  R.  Lloyd  Jones  and  Co.,  Nelson,  Caernarvon  ... 

Major  Jackson.  Highfield.  Caernarvon  . 

The  late  Mrs.  Jackson,  Highfield,  Caernarvon  . 

Mr.  A.  T.  King,  Ferncliffe,  Caernarvon  . 

Lloyds  Bank,  Ltd..  Caernarvon  . 

The  L.M.  and  S.  Railway  Hospital  Fund  . 

Mr.  L.  W.  Wynn  Lloyd,  Wynston,  Caernarvon 

Miss  Lort,  Castellmai,  Caernarvon . 

Mr.  and  Mrs.  P.  F.  Larkman,  South  Road,  Caernarvon 

Dr.  R.  Lewis,  Bodlondeb,  Caernarvon  . 

Mr.  W.  S.  MacDowell.  Pantafon,  Llanrug  . 

Rev.  John  Morgan,  The  Vicarage.  Caernarvon  . . 

The  Marconi  Wireless  Telegraph  Co . 

Mrs.  John  Menzies,  Bryn  Eden.  Caernarvon  . 

Miss  K.  McDowell,  Pantafon,  Llanrug . 

Maypole  Dairy  Co.,  Ltd.,  Caernarvon . 

Nat’onal  Provincial  Bank  Ltd.,  Caernarvon . 


£ 

s. 

d. 

2 

2 

0 

5 

0 

0 

0  10 

0 

1 

1 

0 

1 

1 

0 

2 

2 

0 

1 

1 

0 

0 

10 

6 

2 

2 

0 

1 

1 

0 

2 

2 

0 

2 

2 

0 

1 

1 

0 

25 

0 

0 

1 

0 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

5 

0 

0 

1 

10 

0 

1 

1 

0 

0  10 

0 

1 

5 

0 

2 

2 

0 

2 

2 

0 

2 

2 

0 

1 

1 

0 

1 

1 

0 

2 

2 

0 

2 

2 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

2 

2 

0 

5 

0 

0 

3 

3 

0 

12  12 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

1 

1 

0 

5 

5 

0 

1 

1 

0 

5 

5 

n 

1 

1 

0 

1 

1 

0 

1 

1 

0 

2 

2 

0 
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Miss  Newton,  Ingleside,  Caernarvon  . .  ... 

Miss  M.  I.  Newton,  Ingleside,  Caernarvon . 

The  late  Mr.  Robert  Newton,  Sunnycliffe,  Caernarvon 
Mr.  J.  V.  Newton,  52,  St.  Enoch’s  Square,  Glasgow  ... 
National  Electric  Construction  Co.,  Ltd. 

Mrs.  Nicholas,  Tower  House,  Caernarvon  ... 

Mr.  C.  R.  Owen,  High  Street,  Caernarvon  ... 

Mr.  W.  Owen,  Lloyds  Bank,  Caernarvon  ... 

The  Penmaenmawr  and  Welsh  Granite  Co. 

Miss  Potts,  Cae  Gwyn,  Caernarvon . 

The  Prudential  Assurance  Co . 

The  late  Lord  Penrhyn,  Penrhyn  Castle . 

Mr.  W.  G.  Roberts,  Hendregaerog,  Caernarvon 

Mr.  Alfred  H.  Richards,  Menai  Bank  . 

Mrs.  Hugh  Roberts,  Highcliffe,  Caernarvon  ... 

Messrs.  Joseph  Roberts,  Pool  Street,  Caernarvon 
Mr.  W.  M.  Ruxton,  Segontium  Terrace,  Caernarvon 
Mrs.  Alfred  H.  Richards,  Menai  Bank,  Caernarvon 

Mr.  and  Mrs.  J.  R.  Shennan,  The  Tower,  Trevor  . 

The  late  Mrs.  Sampson,  Bournemouth . 

The  Trustees  Vaynol  Settled  Estates  . 

Mr.  Rees  Thomas,  Penarwel,  Llanbedrog  . 

The  Hon.  F.  G.  Wynn,  Glynllivon,  Llanwnda  . 

Mrs.  T.  Williams,  Bronwylfa,  Llanwnda  . 

Mr.  J.  Jones  Williams,  Rhiwlas,  Caernarvon  . 

Mrs.  Rumsey  Williams,  Ivy  House,  Caernarvon . 

Mr.  W.  E.  Webster,  Midland  Bank  Ltd.,  Caernarvon 
Mrs.  D.  P.  Williams,  Frondinas,  near  Caernarvon 
Mr.  T.  H.  Williams,  Kingswood,  near  Caernarvon 
Mr.  A.  Wynne  Williams,  Bodwyn,  near  Caernarvon 
Mr.  Edward  Watkins,  St.  Beuno  Hotel,  Clynnog 

COLLECTED  BY  MRS.  G.  JONES,  TRIGLE,  LLANRUG 
1925-1926,  but  received  too  late  for  insertion  in  last  year 


s.  d. 
0 
0 
0 
0 
0 
0 


...  1  1 

...  2  2 

...  1  1 

...  1  1 

...  1  1 

...  1  1 

...’  0  10  0 

...  0  10  6 

...  10  0  0 

...  2  0  0 

...4  4  0 
0  0 
0  0 
6 


2 
5 

1  11 
0  5 


1 

1 

1 

2 

5 


1 
1 
1 

2 
0 
5 
5 

10  0  0 
2  2 
1 
1 
3 
1 
1 
3 
2 


1 

1 

3 

1 

1 

3 

2 


0  0 
5  0 


0 

0 

0 

0 

0 

0 

0 

0 


( for  the  year 
’s  Accounts). 


Mrs.  Morris,  Bron  Eryri,  Cwmyglo .  0  2  6 

Mr.  J.  J.  Roberts,  Dinorwic  Stores,  Cwmyglo .  0  2  6 

Mr.  Corbett,  Glyntwrog  Inn,  Cwmyglo .  0  2  6 

Mr.  W.  Pritchard,  Railway  Stores,  Cwmyglo  .  0  2  6 

Smaller  Sums .  0  10  4 

COLLECTED  BY  MISS  LLOYD  OWEN.  MUR  MATTHEW.  CAEATHRAW 
(for  the  year  1925-26,  but  received  too  late  for  insertion  in  last  year’s 
Accounts).  . 

Miss  Williams,  Penrhos,  Caeathraw .  ...  2  0  0 

Miss  Preece,  Cefnrhos,  Caeathraw .  10  0 

Major  Owain  Greaves,  Glangwna  .  0  10  0 

Mrs.  Ormrod,  Rhyddallt  Fawr .  0  3  0 

Mrs.  Parry  Morris,  Heddfryn  .  0  2  6 

Smaller  Sums  .  0  3  6 

COLLECTED  BY  MRS.  JONES,  GLENHOLM,  AND  MRS.  IDRIS  JONES, 
ASTORIA,  CAERNARVON. 

Mrs.  Williams,  Helen  Cottage,  Segontium  Road  South .  0  7  6 

Capt.  Jones,  Glenholm,  Segontium  Road  South .  0  5  0 

Mrs.  W.  Owen,  Bronallt,  Segontium  Road  South . 0  5  0 

Mrs.  Idris  Jones,  Astoria  .  0  2  6 

Mrs.  Davies,  Tanlan,  Segontium  Road  South  .  0  2  6 

Mrs.  Jones,  Glenholm,  Segontium  Road  South .  0  2  6 

Mrs.  Hughes,  Nelog  House,  Segontium  Road  South  .  0  2  6 

Mrs.  Lewis,  23,  Segont'um  Road  South  .  0  2  6 
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£  s.  d. 
0  2  6 


0 

0 

0 

0 

0 

0 

0 

0 

0 

3 


2 

2 

2 

2 

2 

2 

2 

2 

2 

2 


6 

6 

6 

6 

6 

6 

6 

6 

6 

5 


Mrs.  Jones,  Goodwin,  Segontium  Road  South  . 

Mrs.  Evans,  Bryn,  Segontium  Road  South . 

Mrs.  Thomas,  Gian  Ifor,  Segontium  Road  South 
Rev.  E.  J.  Owen,  Gian  Ifor,  Segontium  Road  South  ... 

Mr.  Williams,  Bryn  Alun,  Segontium  Road  South 
Rev.  R.  G.  Roberts,  Brynheulog,  Segontium  Road  South 
Mr.  J.  Owen,  Gwynant,  Segontium  Road  South 

Mrs.  Lloyd,  Ishelen,  Segontium  Road  South  . 

Mrs.  Thomas,  Maes  y  Perth,  Segontium  Road  South 
Mrs.  Closs  Davies,  Fernleigh,  Gelert  Street 

Smaller  Sums  . 

COLLECTED  BY  MRS.  RICHARDS,  OAKHURST,  ST.  DAVID’S  ROAD, 
CAERNARVON. 

Mr.  Pritchard,  Muriau,  near  Caernarvon  . 

Mrs.  R.  Humphreys,  Fron,  near  Caernarvon 
Mr.  Morris  H.  Jones,  Hendy,  near  Caernarvon 

Major  Evans,  Gian  Helen,  Caernarvon  . 

Mrs.  J.  E.  Hughes,  Bryn  Peris,  Caernarvon . 

Mrs.  Williams,  Aber  Bridge,  Caernarvon  . 

Mrs.  Kerr,  Maesydre,  Caernarvon . 

Mrs.  Lloyd  Jones,  Sara  Helen,  Caernarvon  . 

Miss  Jones,  Hooson’s  Cafe,  Caernarvon  . 

Miss  Jones,  Brynseiont  Hospital,  Caernarvon 

Mrs.  Williams,  Bronygaer,  Caernarvon  . 

Mrs.  D.  R.  W  lliams,  Broncaerog,  Caernarvon  ... 

Mrs.  Jackson,  Waterloo  Port,  Caernarvon  . 

Mrs.  Rogers,  Haulfre,  LlanbebBg  Road,  Caernarvon 

Miss  Crowther,  Is-hendre,  Caernarvon  . 

Mrs.  Jones,  Glanseiont,  Caernarvon  . 

Mrs.  Rutherford,  Orchard  House,  Caernarvon  ... 

Mrs.  Jones,  Bryn  Aber,  Caernarvon . 

Mrs.  Evans,  Bryn  Awen,  Caernarvon  . . 

Capt.  Lewis,  Glanseiont,  Caernarvon  . 

Mrs.  Lewis  Jones,  Ardwyn,  Llanbeblig  Road,  Caernarvon 
Smaller  Sums  . 

COLLECTED  BY  MISS  DOROTHY  HALL,  ISLWYN;  MISS  DOROTHY 
WILLIAMS,  HILL  CREST,  AND  MISS  WILLIAMS,  POLICE 
STATION. 

Mr.  Williams,  Nevern,  Victoria  Road  . 

Mrs.  Farrar,  Caefron,  Victoria  Road  . 

Miss  Parry,  Fern  Cottage,  Tithebarn  Street 
Mrs.  Stanley  Jones,  Penllwyn,  Victoria  Road 

Mrs.  Owen.  Meddiant,  Victoria  Road  . 

Mr.  Rees,  Penfro,  Victoria  Road  . 

Mr.  Hall,  Islwyn,  Victoria  Road  . 

Mrs.  Hughes,  Llwynon,  Dinorwic  Street  . 

Miss  Jones,  16,  Tithebarn  Street  . 

Mr.  Capon,  Hendre,  Vaynol  Road  . 

Mrs.  Williams,  Hendre  House,  Llanbeblig  Road 

Mrs.  Matthews,  Victoria  Road . 

Smaller  Sums  .  . 

COLLECTED  BY  MISS  GWENLYN  EVANS,  BRYND1 

Messrs.  Griffith  Jones  and  Co.,  Pool  Street,  Caernarvon 
Messrs.  W.  H.  Smith  and  Son,  Pool  Street,  Caernarvon 

Miss  Gwenlyn  Evans,  Bryndisgwylfa  . 

Mr.  Watkin  Williams,  18,  Pool  Street . 

Mr.  E.  Nefydd  Jones,  Castle  Square  . 


...  1 

1 

0 

...  1 

1 

0 

...  1 

1 

0 

. . ,  1 

1 

0 

...  0 

5 

0 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

3 

0 

...  0  10 

0 

...  0 

5 

0 

...  0 

5 

0 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  0 

2 

6 

...  2 

IF  A. 

4 

3 

...  1 

1 

0 

...  1 

1 

0 

...  1 

1 

0 

...  0 

5 

0 

...  0 

2 

6 
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Mr.  Williams,  23,  Pool  Street . 

Mr.  Hughes,  28,  Pool  Street  . 

Mr.  Dan  Evans,  Butcher,  Pool  Street 
Mr.  Parry,  Cefni  House,  Pool  Street 
Mr.  Griffith  Williams,  74,  Pool  Street 

Dr.  F.  Thomas,  Pool  Street  . 

Mr.  Morris  Hughes,  Butcher,  Pool  Street 
Mrs.  Gwenlyn  Evans,  Bryndisgwylfa 

Smaller  Sums  . . 


£ 

s. 

d. 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0 

2 

6 

0  10 

3 

COLLECTED  BY  MRS.  W.  S.  JONES,  GWENFRO,  CAERNARVON. 

Mr.  T.  W.  Pierce,  Quellyn,  Caernarvon  .  110 

Mr.  W.  S.  Jones,  Gweniro,  Caernarvon  .  110 

Mrs.  R.  J.  Hughes,  Tawelfa,  Caernarvon  . ,  ...  0  2  6 

Mrs.  J.  Jones,  Craigwen,  Caernarvon  .  0  2  6 

Mrs.  John  Evans,  Lleiod,  Caernarvon  .  0  2  6 

Mr.  Warlow,  Brynlleiod,  Caernarvon  .  0  2  6 

Mrs.  Llew.  Pritchard,  Bryn  Cadnant,  Caernarvon  .  0  2  6 

Smaller  Sums  . 0  1  0 

COLLECTED  BY  MRS.  DR.  EVANS,  CASTLE  SQUARE,  AND  MISS 
OWEN,  12,  NORTH  ROAD,  CAERNARVON. 


Mrs.  Roberts,  Castle  Hotel,  Caernarvon  . 

Mr.  G.  Gregory  Williams,  Segontium  Terrace  . 

Mr.  D.  G.  Jones,  Segontium  Terrace  . 

Post  Office  Staff,  Caernarvon  . 

Dr.  Griffith  Evans,  Castle  Square,  Caernarvon  . 

Dr.  Lloyd  Roberts,  Castle  Square,  Caernarvon . 

Mr.  Hughes,  Castle  Hotel,  Caernarvon . 

Staff  at  the  “Genedl”  Office,  Castle  Square,  Caernarvon 

Mrs.  Hawkins,  3,  Segontium  Terrace,  Caernarvon  . 

Mr.  R.  T.  Jones,  Arfryn,  Segontium  Terrace  . 

Mr.  W.  R.  Hughes,  Solicitor,  Castle  Square,  Caernarvon 
Mr.  Lewis,  Health  Insurance  Office,  Castle  Square,  Caernarvon 

Mr.  J.  T.  Edwards,  Midland  Band  Ltd . 

Mr.  R.  D.  Breen  Turner,  Castle  Square . 

Mr.  J.  R.  Parry,  Castle  Square  . 

Mr.  W.  Leyshon  Williams.  Prudential  Office.  Castle  Square 

Miss  Jones,  Employment  Exchange,  Castle  Square  . 

Mr.  Dav’d  Edwards,  Waterloo  House  . 

Capt.  Richard  Jones,  Harbour  Office  .  . 

Mr.  R.  T.  Williams,  Segontium  Terrace . 

Miss  H.  Owen,  Segontium  Terrace  . 

Mr.  Thomas  Roberts,  36,  Castle  Square . 

Miss  J.  Williams,  36,  Castle  Square  . . 

Smaller  Sums  . 


110 
110 
110 
110 
110 
110 
0  7  6 
0  5  0 
0  5  0 
0  5  0 
0  5  0 
0  3  0 
0  3  0 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
1  14  5 


COLLECTED  BY  MISS  SOPHIE  GRIFFITH,  POOL  STREET,  CAERNAR¬ 
VON. 


Mr.  David  Roberts,  Bridge  Street . 

Mr.  Tom  Roberts,  Plumber,  Castle  Ditch 
Mrs.  Parry,  Tobacconist,  Bridge  Street 

Mr.  Ben  Francis,  Bridge  Street  . 

Mr.  Henry  Sheals,  Butcher,  Bridge  Street 

Mr.  E.  M.  Davies,  Palace  Street  . 

Mr.  Jones,  Anglesey  Hotel  . 

Mrs.  Owen  Edwards,  Four  Alls  . 

Smaller  Sums  . 


110 
0  5  0 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  9  6 
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£ 

COLLECTED  BY  MISS  GWENLYN  EVANS,  BRYNDISGWYLF A. 

s. 

d. 

Mr.  T.  C.  Dowell,  Eastgate  Street . 

•  •  •  •  •  • 

.  1 

10 

0 

Major  J.  H.  Rees,  Lloyds  Bank  . . 

...  ... 

.  1 

1 

0 

Mr.  and  Mrs.  Pollecoff,  Golden  Goat  . 

...  ... 

.  1 

1 

0 

Messrs.  Isaac  Parry  and  Sons,  Eastgate  Street 

...  ... 

.  1 

1 

0 

Mr.  J.  Trevor  Roberts,  Solicitor  . 

...  ... 

.  1 

1 

0 

Mr.  D.  J.  Williams,  Valuation  Office  . 

...  ... 

.  1 

1 

0 

Dr.  J.  G.  Dods,  Church  Street . 

...  ... 

.  1 

1 

0 

Mr.  John  Davies,  35,  High  Street  . 

...  ... 

.  0  10 

6 

Miss  Hamer,  Eastgate  Street  . 

•  •  ... 

.  0  10 

0 

Mr.  W.  Owen,  Lloyds  Bank  . 

...  ... 

.  0  10 

0 

Mr.  Rowlands,  Regent  House  . 

...  ... 

.  0 

5 

0 

Mr.  John  Williams,  Solicitor  . 

...  ... 

.  0 

5 

0 

Mr.  Llew  Lloyd  Jones,  Architect  . 

.  0 

5 

0 

Mr.  James  W.  Owen,  Solicitor  . 

...  ... 

.  0 

5 

0 

Mr.  J.  Roberts  Williams,  Market  Street  . 

...  ... 

.  0 

5 

0 

Mrs.  Owen,  Golden  Anchor . 

...  ... 

.  0 

3 

0 

Mr.  Ted  Ingham,  Church  Street  . 

...  ... 

.  0 

2 

6 

Mr.  and  Mrs.  J.  Pauli,  Isfryn,  Church  Street 

...  ... 

.  0 

2 

6 

Mr.  and  Mrs.  Hughes,  Cilarfor,  Church  Street 

...  ... 

.  0 

2 

6 

Mr.  Conlan,  Commercial  Hotel  . 

...  ... 

.  0 

2 

6 

Mrs.  Tegarty,  Yacht  Club  House  . 

...  ... 

.  0 

2 

6 

Mrs.  Francis,  High  Street  Post  Office  . 

...  ... 

.  0 

2 

6 

Mrs.  A.  Richard-Thomas,  Church  Street  . 

...  ... 

.  0 

2 

6 

Smaller  Sums  . 

...  ... 

.  0 

3 

0 

COLLECTED  BY  MISS  NEWTON.  INGLESIDE,  AND  MISS  PRICHARD, 
TOWER  HOUSE,  CAERNARVON. 


Mr.  Williams  Jones,  Bangor  btreet  . 

Mr.  G.  Wynne  Griffith,  Dentist . 

Mr.  R.  Lloyd  Jones,  Bangor  Street 

A.N . 

Mrs.  Williams,  Ship  and  Castle  Hotel  ... 

Mrs.  Ogden,  9,  Bank  Quay . 

Mrs.  Roberts,  11,  Bank  Quay  . 

Mr.  E.  Lloyd  Williams,  Bangor  Street 

Mrs.  Dent  Jones,  Bangor  Street  . 

Mr.  and  Mrs.  Jones,  Bee  Hive,  Bangor  Stree 
Mr.  0.  Pritchard,  Chemist,  Bangor  Street 
Mr.  H.  E.  Roberts,  Cabinet  Maker 
Mrs.  Williams,  Lloyd’s  Temperance 

Mr.  Roberts,  Glandwr,  Bank  Quay . 

Mr.  Ethall,  5,  Pretoria  Terrace  . 

Smaller  Sums  . 


110 
10  0 
0  10  6 
0  6  0 
0  5  0 
0  5  0 
0  3  0 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
0  2  6 
18  0 


COLLECTED  BY  MISS  DAVIES,  CEFNFAES. 


Mr.  Ellis  Davies,  M.P.,  Craig  Wen,  Caernarvon . 

Misses  Rees,  Plas  Brereton,  near  Caernarvon  . 

Mrs.  Roberts,  Larkfield,  Caernarvon  . 

Miss  Finch,  Waterloo  Port,  Caernarvon  . 

Mrs.  Edwards,  Glandwr,  North  Road,  Caernarvon  . 

Mrs.  Griffith.  The  Anchorage,  North  Road,  Caernarvon 
Mrs.  J.  R.  Hughes,  Gwynfa,  North  Road,  Caernarvon 
Mrs.  William  Jones,  Bronymaen,  North  Road,  Caernarvon 
Mrs.  G.  Taylor  Morgan,  Belmont,  North  Road,  Caernarvon 

Mrs.  Lewis,  Station  Hotel,  Caernarvon  . 

Mrs.  Hughes,  Bronwylfa,  Caernarvon  . 

Mrs.  Evans,  Gwenallt,  Caernarvon . 

Mrs.  Griffith.  Glanmor,  Caernarvon  .  . . 

Mr.  W.  J.  Williams,  7,  North  Road,  Caernarvon  . 


2  2  0 
110 
0  10  0 
0  7  6 
0  7  6 
0  5  0 
0  5  0 
0  5  0 
0  5  0 
0  5  0 
0  5  0 
0  5  0 
0  2  6 
0  2  6 
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H  ■ 

“Well-wisher,^ 

Mrs.  Ihomas,  Bathafarn  House,  Caernarvon  . 

Mrs.  Ranleigh  Jones,  Rhiwen,  North  Road  .  ,■ . 

Mr.  Fred  B.lling,  Bryn  Eryr,  North  Road,  Caernarvon 
Mrs.  Lloyd  Williams,  Barranco;  North  Road,  Caernarvon 
Mrs.  R.  A.  Jones,  Bron  Siriol,  North  Road,  Caernarvon  ... 
Mrs.  R.  Jones,  Rock  House,  North  Road,  Caernarvon 

Mrs.  Dand,  Gorphwysfa,  North  Road,  Caernarvon  . 

Misses  Morris,  Gorphwysfa,  North  Road,  Caernarvon 

Miss  Moore,  North  Road,  Caernarvon .  t . 

Mids  Owen,  Ardre,  Caernarvon  ..;  ...  . , 

Smaller  Sums .  . .  ...  . 


£ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


s-.  d. 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  6 
2  0 


COLLECTED  BY  MRS.  EDWARDS,  MONFA. 

U  ...  ...  .  r k- 

Mr.  A.  Bell,  Celtic,  Caernarvon  . . 

Mr.  Elphin  Jones,  Llwyn,  Caernarvon 

Mr.  Llewelyn  Edwards,  Monfa,  Caernarfon . 

Rev.  David  Hughes,  Gwynfryn,  Caernarvon 

Mr.  Caradoc  Rowlands,  Caernarvon  . 

Mrs.  Turnbull,  Brynydon,  Caernarvon  . 

Mrs.  Keeling,  Cintra,  Caernarvon  . 

Mrs.  E.  P.  Evans,  Coedwig,  Caernarvon 

Mr.  W.  Mayall  Jones,  Madryn  Farm,  Caernarvon 

Mr.  R.  E.  Jones,  Moranedd,  Caernarvon  . 

Mrs.  Vaughan  Davids,  Bryn  Mair,  Caernarvon 

Mrs.  Percy  Griffith,  'Berwyn,  Caernarvon  . 

Miss  Bennett,  St.  David’s  Road,  Caernarvon 

Mrs.  Roberts,  Bod  Gwilym,  Caernarvon  . 

Mrs.  0.  T.  Owen,  Talafon,  Caernarvon . 

Miss  Foulkes,  Brynhyfryd,  Caernarvon  . . 

Mrs.  Owen,  Hafod,  Caernarvon  . 

Mrs.  Parry,  Marianfa,  Caernarvon  . 

Mrs.  Price,  Bryn  Llwvd,  Caernarvon  . 

Mrs.  Bunting,  Gwyddfor,  Caernarvon  . 

Miss  Roberts,  Bronallt,  Caernarvon 

Mrs.  Edwards,  Bookroom,  Caernarvon  ...  ... 

Mrs.  Collins.  Tanyrallt,  Caernarvon  . 

<  Smaller  Sums  . . 


...110 
...110 
...110 
...  0  10  0 

...  0  10  0 

...0  5  0 

...0  5  0 

...0  5  0 

...  0  5  0 

...050 
...0  3  0 

...0  2  6 

...026 
...0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...  0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...  0  11  9 


COLLECTED  BY  MISS  M.  JONES.  13.  VICTORIA  STREET  AND  MISS 
E.  ROBERTS,  RHOSFRYN,  EAST  TWTHILL,  CAERNARVON. 


Mr.  Norris,  Twthd-1  Hotel.  Caernarvon . 

Mrs.  Roberts,  Aelybryn.  Caernarvon  . 

Mrs.  Evans,  Frondeg,  Caernarvon  ...  ...  -i.. 

Miss  Hamer,  Caernarvon  . 

Mrs.  Bradshaw,  Bryn,  Caernarvon  ...  . . 

Mrs.  Trowbridge,  East  Twthill,  Caernarvon . 

Mrs.  Griffith,  Awelfrvn,  Caern  arvon  . 

Mrs.  Rowlands,  Fronheulog,  Caernarvon 
Capt.  Lloyd  Jones.  Bronsiriol,  Caernarvon 

Mrs.  Wili  ams.  Dillon  Cottage,  Caernarvon . 

Mrs.  I^oc-ers.  25,  Edward  Street,  Caernarvon 

Smaller  Sums  CV.  '. J  ‘‘.L  .t.  'Lr.1'  ...  ...  . ‘ 

COLLECTED  BY  MISS  M.  WILLIAMS,  BEL  AN  VIEW, 

Rev.  Wm.  Hobley,  Bontnewydd  . 

Mr.  R.  G,  Jones,  Ceriw,  Bontnewydd  ...  . 

Mr.  Owen.  Plasvbont,  Bontnewydd . 

Mrs.  Davies,  Bodelen.  Bontnewydd  ...  . 


.  110 

.  0  7  6 

.  0  5  0 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  0  2  6 

.  1  18  11 

BONTNEWYDD 

...  ...  10  0  0 

.  110 

.  0  5  0 

.  0  ■'  5  0 
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Tolwyddelen 


Mrs.  Edwards,  Y  Cartref,  Bontnewydd  ... 

Mrs.  Ellis,  Bronant,  Bontnewydd  . 

Mrs.  Williams,  The  Malsters,  Bontnewydd 

Mrs.  Jones,  Cefn,  Bontnewydd . 

Mr.  Thomas,  Council  School,  Bontnewydd 
Mr.  Emanuel  Jones,  Derlwyn,  Bontnewydd 
Smaller  Sums  . 


J.  E.  MORRIS,  BRON  ERYRI,  CWMYGLO 

Mrs.  Goronwy  Owen,  Plas  Gwyn,  Llanrug . 

Mr.  R.  O.  Williams,  Greuor,  Lianrug  . 

Mr.  Hugh  Griffith,  Greystones,  Llanber.s  Road,  Caernarvo 

Miss  McDowell,  Rantaion,  Llanrug  . 

Mr.  C.  G.  James,  Fairhaven,  Llanrug  . 

Mrs.  McKinnon,  Plastirion  Farm,  Llanrug  ... 

Mrs..  Williams,  Brynlian,  Llanrug  . 

Mrs.  Knowles,  The  Lodge,  Pantalon,  Llanrug 
Mrs.  Bishton,  The  Cottage,  Pantafon,  Lianrug 
Miss  S.  A.  Dav.es,  Pantalon,  Llanrug 
Miss  Owen,  Hafod  Rhuffydd,  Llanrug 
Mr.  W.  T.  Macartney  Eilgate,  Bwlch  Bach, 

Mr.  T.  J.  Hughes,  Pantycoed,  Llanrug 
Mrs.  Jones,  Bryngwyn  Stores,  Llanrug  ... 

Mr.  L.  J.  Roberts,  Minafon,  Llanrug 

Mrs.  Cook,  Cartref,  Llanrug  . 

Mrs.  R.  J.  Ellis,  Greuor,  Llanrug  . 

Mrs.  S.  Jones,  Tynycoed,  Llanrug  . 

Mrs.  Closs,  Llwynybrain,  Llanrug  . 

Mr.  D.  M.  Pritchard,  Post  Office,  Llanrug 

Mrs.  Storer,  The  Stores,  Llanrug  . 

Mrs.  T.  J.  Lloyd,  Tyddyn  Elan,  Llanrug 

Mr.  R.  Ellis,  Rhos  Eian,  Lianrug . 

Revd.  R.  J.  Jones,  Liys  Eiddon,  Llanrug 
Revd.  A.  E.  Lewis,  The  Rectory,  Llanrug  . 

Mr.  Hudson  Roberts,  Ty  Fry,  Llanrug 
Mr.  J.  D.  Hughes,  Bodawel,  Llanrug 
Mr.  E.  D.  W.lliams,  Pengaer,  Llanrug 
Mrs.  G.  R.  Hughes,  Arwel,  Pontrhyddallt 

Miss  Roberts,  Fron  Helyg,  Llanrug . 

Mrs.  T.  Jones,  Tyddyn  Rhythallt,  Lianrug 
Mrs.  Corbett,  Glyntwrog  Inn,  Llanrug 
Miss  Nora  Jones,  Bryn  Mair,  Llanrug  ... 

Mrs.  Morris,  Bron  Eryri,  Cwmyglo . 

Mrs.  Roberts,  Post  Office,  Cwmygk> 

Mr.  Roberts,  Dinorwic  Stores,  Cwmyglo 
Mr.  Pritchard,  Railway  Stores,  Cwmyglo 
Miss  W.lliams,  Pantafon  Stores,  Cwmyglo 
Miss  M.  G.  Morris,  Brynfedwen  Park,  Llanrug 
Smaller  Sums  . 


COLLECTED  BY  MRS.  R.  W.  JONES,  DWYNFA,  LLANWNDA. 

Mr.  R.  Roberts,  Ynysfa,  Llanwnda 
Mrs.  Owen,  Bodaden,  Llanwnda 
Mrs.  Hughes,  The  Vicarage,  Llanwnda 

Miss  Roberts,  Penygroes  . 

Mrs.  Jones,  Dwynfa,  Llanwnda 
Mrs.  Jones,  Mount  Pleasant  Hotel,  Llanwnda 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

u 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 


1 

0 

0 

0 

0 

0 


s. 

d. 

2 

6 

2 

6 

'  2 

6 

2 

6 

2 

6 

2 

6 

11 

0 

BAN- 

MISS 

3 

0 

0 

0 

10 

6 

10 

0 

10 

0 

10 

0 

5 

0 

3 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2  . 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

O 

La 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

2 

6 

6 

8 

1 

0 

5 

0 

5 

0 

5 

0 

5 

0 

5 

0 
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Capt.  Ellis  Jones,  Angorfa,  Llanwnda  . 

Mrs.  J.  T.  Oliver,  Plasffynnon,  Llanwnda 

Mrs.  Jones,  Glanrhyd  Isaf,  Llanwnda  . 

Mrs.  R.  D.  Williams,  Porthyraur,  Llanwnda 

Mrs.  Edwards,  Dwynwen,  Llanwnda  . 

Mrs.  Hughes  Evans,  Maengwyn,  Llanwnda  ... 

Mrs.  Jonathan,  Y  Bwthyn,  Llanwnda  . 

Mrs.  Lloyd  Jones,  Golygfa,  Llanwnda  . 

Mrs.  Williams,  Gadlys,  Llanwnda  . 

Smaller  Sums  . 


£  s.  d. 

...0  5  0 

...0  5  0 

...0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...0  2  6 

...  02  6 

...0  2  6 

...  0  12  6 


COLLECTIONS. 


Caernarvonshire  Congregationalists  . 

Officials  and  Workmen  Alexandra,  Moeltryfan,  &  Cilgwyn  Quarries 

Dinorwic  Quarry  Hospital  Fund  . . 

Anglesey  Monthly  Meeting  . 

Ebenezer  Welsh  Wesleyan  Chapel,  Caernarvon . 

Arvon  Monthly  Meeting  . 

Lleyn  and  Eifionydd  Monthly  Meeting . 

Box  at  the  Prince  of  Wales  Hotel,  Caernarvon . 

Nantlle  Vale  Hospital  Fund  . 

Box  at  the  Royal  Hotel,  Caernarvon  . 

Box  at  the  Cottage  Hospital  . 

Caernarvonshire  Baptists  Hospital  Fund  . 

Llanbeblig  Church  Central  Fund  . 


£  s.  d. 

18  19  0 
21  0  0 
35  14  0 
10  0  0 
3  3  0 
40  0  0 
10  10  0 
0  12  6 
18  18  0 
0  5  0 
1  17  6 
5  5  0 
10  10  0 


£176  14  0 


PATIENTS’  AND  X-RAY  FEES. 


Patients’  and  X-Ray  Fees . .  £592  17  0 


TRUSTEES  CAPITAL  ACCOUNT. 


£  s.  d. 

£270,  Metropolitan  Water  Board  3%  “A”  Stock  (1963)  at  cost  109  4  0 

£70  18s.  4d.,  4i%  War  Sock  1925-45  .  70  0  0 

£2,600,  5%  War  Stock  1929-47  .  2632  19  1 

£250,  4^%  Conversion  Loan  1940-44  .  250  0  0 

£390,  L.M.  and  S.  Raiwav  Co.  4%  Preference  Stock  .  400  6  6 

£600,  4%  Consolidated  Stock  .  514  19  6 

Cash  at  Lloyd’s  Bank  Capital  Ac<  ount  .  198  17  0 


£4276  6  1 


DONATIONS. 


Mr.  Walter  E.  Lloyd,  Gwylfa,  Llanunda  . 

troceeds  of  Boots’  Cash  Chemists  Weighing  Machine . 

Caernarvon  Board  of  Guardians  . 

Caernarvon  Ambulance  Club  . 

Mrs.  E.  Regan,  Penmaenmawr  . 

Mr.  D.  Elliott-Alves,  Bryn  Bras  Castle  (Mayor  of  Caernarvon)  ... 

Mrs.  A.  E.  S.  Greaves,  Eirianfa,  Harlech  . 

Messrs.  Morris  and  Jones,  Ltd.,  Caernarvon  . 

Mr.  E.  Mainer,  St.  Asaph  County  School  . 

Mr.  G.  Hughes  Roberts,  Glanrhyd,  Edeyrn  (High  Sheriff  of  Caer¬ 
narvonshire  . 

Miss  Jenny  Owen,  16,  Church  Street,  Carnarvon  . 

Mr.  Rawles,  Alexandra  Terrace,  Caernarvon  . 

Mrs.  T.  A.  Morgan-Jones,  The  Rectory,  Llanddeiniolen  . 


£  s.  d. 
5  0  0 
3  18  !1 
10  0  0 
17  0 
5  0  0 
50  0  0 
110 
3  3  0 
110 

25  0  0 
0  3  6 
0  4  0 
110 


£106  19  5 


ENTERTAINMENTS. 


£  s.  d. 

Proceeds  of  Concert  at  Moriah  Chapel  (Centenary) .  8  7  6 

Proceeds  of  Concert  by  Caernarvon  Male  Voice  Choir  .  5  5  0 


£13  12  6 


INTEREST  FROM  INVESTMENTS. 


4^  %  Conversion  Loan  . 

L.M.  and  S.  Railway  Stock... 
Metropolitan  Water  Board 

5%  War  Loan . 

4?%  War  Stock . 

Refund  of  Income  Tax . 

re  R.  T.  Hughes,  deceased  ... 


...  11  5  0 

...  12  9  8 

...698 
...  80  0  0 

...3  3  8 
...  11  2  1 

...  16  0  0 


£140  10  1 


18. 

BALANCE  SHEET. 


RECEIPTS. 


1925-1926 

1926-1927 

£  s. 

d. 

£  s. 

d. 

Balance  at  Bank  30th  June,  1926  ... 

.  114  3 

7 

144  4 

4 

Annual  Subscriptions . 

.  349  4 

4 

311  18 

0 

Collections  . 

.  190  10 

8 

176  14 

0 

Donations . 

.  174  3 

6 

106  19 

5 

Entertainments  . 

.  34  5 

10 

13  12 

6 

Interest  from  Investments . 

.  80  17 

7 

140  10 

1 

Patients’  and  X-Ray  Fees  . 

.  524  13 

4 

592  17 

0 

£1467  18  10 

£1486  15 

4 

PAYMENTS. 


Butcher . 

Grocer  . 

Greengrocer  and  Fishmonger  . 

Coal  . 

Flour  and  Bread  . 

Milk  and  Eggs  . 

Stimulants  . 

Chemists  .  . 

Salaries  and  Special  Nurses  . 

Postages,  Telegrams,  etc . 

Lighting  and  Power . 

Cheque  Books  . 

Fire,  Accident,  and  Health  Insurances  ... 

Rates  . 

Laundry . 

Furniture  and  Appliances . 

Advertising,  Printing,  and  Stationery  ... 

Repairs  and  Painting  . 

Telephone  . 

Miscellaneous  . 

Balance  in  Bank  June  30th,  1927  . 


1925-1926 
£  s.  d. 
81  9  9 
151  4  7 
48  16  8 
90  4  6 

22  17  1 
61  2  10 
4  5  0 

117  17  3 
415  19  0 
11  11  2 
45  5  10 
2  0  0 
29  15  0 
9  18  4 

23  0  1 
78  5  2 
32  5  11 
83  11  0 
11  13  5 

2  11  11 
144  4  4 


£1467  18  10 


1926-1927 
£  s.  d. 
78  4  5 
157  17  0 
54  2  3 
126  12  3 
27  1  8 
65  4  7 
5  19  0 
134  0  7 
443  8  10 
10  8  9 
43  15  5 
4  0  0 
35  13  6 
10  8  4 
23  16  6 
85  2  10 
20  15  6 
70  7  4 
12  12  7 
8  9  3 
68  14  9 


£1486  15  4 


18th  July,  1927. 


Audited  and  found  correct, 

W.  E.  WEBSTER, 

Honorary  Auditor. 
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CONTRIBUTIONS  IN  KIND. 


Miss  Bennett,  St.  David’s  Road  Post  Office :  Sugar. 

Mrs.  Bowen-Jones,  Cae  Synamon:  Soap. 

Christ  Church,  Caernarvon:  Fruit,  Vegetables. 

Mrs.  Owen  Davies,  Cefnfaes:  Sugar,  Tea. 

Mr.  T.  C.  Dowell,  Eastgate  Street :  Apples. 

Miss  Gwenlyn  Evans,  Segontium  Terrace-:  Cocoa-Cereals. 

Mrs.  Finchett-Maddock,  Caegwyn.  Biscuits. 

Mr.  T.  E.  Griffith,  Butcher :  Meat. 

Mrs.  Gregory,  Gadlys :  Sago,  Tea,  Jelly,  etc. 

Mrs.  Hesketh  Hughes,  Claremont :  Flowers. 

Mrs.  Higgen,  The  Gardens,  Glynllivon :  Tea. 

Mr.  and  Mrs.  R.  H.  Hughes,  Pool  Lane.  10s.  (for  Purchases). 

Mrs.  David  Hughes,  St.  David’s  Road :  Cakes. 

The  late  Mrs.  Jackson,  Highfield:  Flowers  and  Magazines. 

Major  Jackson,  Highfield :  Water-bed. 

Mrs.  W.  S.  Jones,  Gwenfro :  Tea,  Cocoa,  Cereals. 

Misses  Newton,  Ingleside :  Magazines,  Coal,  Bread,  Holly,  Apples,  Buns. 
Mr.  Parry,  School  House,  Penygroes.  Plants. 

Mrs.  Rees,  Bronsiriol:  Flowers. 

Mrs.  Hugh  Roberts,  Highcliffe.  Bulbs,  Flowers. 

Miss  Rees,  Plasbrereton :  Flowers,  Magazines. 

Miss  Louisa  Rees,  Plasbrereton :  Tea,  Plants. 

Mr.  Henry  Sheals,  Butcher.  Leg  of  Mutton. 

Mr.  David  Roberts,  Grocer :  Fruit,  Cereals. 

Mrs.  Richards,  Oakhurst :  Tea. 

Mr.  Joseph  Roberts,  Grocer :  Cocoa,  Cereals. 

Mrs.  Wynne-Williams,  Bodwyn :  Sack  of  Potatoes. 

M  iss  McDowell,  Pantafon  :  Flowers. 

Miss  Norris,  Twthill  Hotel :  Flowers. 

Mrs.  Greaves,  Broneifion,  Criccieth :  Magazines. 

Mrs.  Parry,  School  House,  Penygroes  :  Raspberries  and  Peas. 

Mrs.  Parry,  Marianfa,  St,  David’s  Road:  Vegetables. 
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OBITUARY. 

The  following  Friends  and  Supporters  have  been 
removed  by  death  since  our  last  Report  was 
published 

Sir  Thomas  E.  Roberts,  Plasybryn. 

Mrs.  Jackson,  Highfield. 

Dr.  Robert  Parry,  Ty  Newydd. 

Miss  Roberts,  Brynmorfa. 

Miss  Sampson,  Bournemouth. 

Mr.  John  Griffith,  Dinorwic  Street. 

Mrs.  Norris,  Twthill  Hotel. 

Mr.  Richard  Hughes,  Castle  Square. 

Mr.  Robert  Newton,  Sunnycliffe. 


FORM  OF  BEQUEST. 

The  proper  Form  by  which  any  benefactions  may  be  given 
to  the  Hospital  is  as  follows: — 

I  give  unto  the  Secretary  for  the  time  being  of  the  Caer¬ 
narvon  Cottage  Hospital,  for  the  purpose  of  that  Institution,  the 

sum  of . free  of  all  duty,  to  be 

raised  exclusively  out  of  such  part  of  my  Estate  as  I  can  by  Law 
charge  with  the  payment  of  the  same. 


